CEDARLANE^ 

SHIPPING SUPPLIES 

Thermal Packaging Design 

Cedarlane Shipping Supplies offers a complete line of engineered climate control products for 
the storage and transportation of perishable and time-sensitive goods. We service multiple 
industries including, but not limited to, food, biopharmaceutical and life sciences. With our 
developing relationships we have with leading industry manufacturers, we are able to offer a 
wide variety of top of the line cold chain packaging and services. 

Packaging Material 

Bubble Bags 

• Light and low cost way of protecting your valuable products 

• Manufactured from 3/16" bubble 

• Custom sizes available upon request 

Bubble Rolls 

• Available in 3/16", 5/16" and 1/2" bubble 

• Perforations and slitting available upon request 

• Anti-Static bubble also available upon request 

Standard Insulated Containers 

These thick wall containers are lightweight, economical and made with a tight fitting lid and 
molded EPS body. They are typically used for 2-4 day shipments. 

• Excellent for shipments of temperature sensitive products for 
2-4 day transit times 

• Lightweight and reusable 

• Comes with a tight fitting lid and seamless molded body 

• Use with our Gel Packs, Foam Refrigerants and/or Other 
Packaging Supplies for all your shipping needs 






Overnight Foam Shippers 



Thin wall engineering for next day shipments. Lightweight, dependable and very cost effective. 
These shippers are an affordable alternative to the "thick wall" shippers 



Cost effective method for 1 day shipments of temperature 
sensitive products 
Lightweight and Reusable 

Comes with a tight fitting lid and seamless molded body 
Use with our Gel Packs, Foam Refrigerants and/or Other 
Packaging Supplies for all your shipping needs 




Temperature Indicators/Recorders 
Warm Mark/Cold Mark Indicators 

The Warmmark2 and Coldmark2 temperature indicators are simple, low cost and single use 
designed to let you know if an unacceptable temperature has occured to your payload. 



Warm Mark 2 

Will indicate if your product has been exposed to unaccepta bly high 
temperatures and shows amount of time of the exposure 

• Single use 

• low cost 

• Activation with push button 

• Available in 10 different activation temperatures 

Cold Mark 2 
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ColdMark 2 is a field armable device that indicates when your product has been exposed to 
unacceptably low temperatures. 



• Single use 

• Low cost 

• Activation with push button 

• Currently available at 1.5 Celsius threshold temperature. 




For Information please visit 
https://www.cedarlaneshippingsupplies.ca 



